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WORK ORDER REQUEST 


TO 2 25X1A5a1 


ITEM PART NOMBER | UNIT wm, 
1 8-621L (For ~260) EA ae ais 
2, S~64,7D (For -28) PR 2 a 

SITISSISSTTS AS frase mms sf PPP SIP PS TITS 

NOTE: ITEM NO. 1: REQUEST ALTERARIONS AS FOLLOWS; A. SHORTEN SLEEVES 

1/2 INCH AND MAKE CAPSTAN LENGTH EQUAL TO SLEEVE LENGRH, 
B, REPAIR TWO SMALL HOSEM ON UNDER SIDE OF LEFT UPPER ARM. MOST 
EXPEDITIOUS RETURN OF SUTT IS REQUESTED, 


ITEM NO, 2: REQUEST NEW BLADDER WITH BAYONET TYPE FITTING BE 
INSTALLED, 


CONTRACT: CH~TM-4i 


WORK ORDER NUMBER: DCC-60-11-10-9 3 P > 
ae 


Akg 


VOUCHER NO, 60-7032 


lt 
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